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MULTI ARM-EVAC 


COMPACT AND VERSATILE FUME | 
EXTRACTION FOR 1 OR 2 WORKSTATIONS 


® 


Flow Rate. Dual inlet 230 CFM (115 CFM per inlet) 


Single inlet 190 CFM 
Multi Arm-Evac Central Filtration Unit 
See specitications on page 23. 
PACE Unit 
Item Description Part Number Price 
Multi Arm-Evac Central Filtration Unit - 110v, 8888-0825 $740.00 


Includes Pre-Filter and Standard Filter 
inlets: two at 3" diameter each 


(accessories purchased separately) 


OPTIONAL ACCESSORIES FOR MULTI ARM-EVAC 


Item Description Pp ne bee! 
Combination HEPA/Activated Carbon Filter 8883-0931 $189.00 
Flex Arm (3-inch diameter) - attaches directly to unit 8886-0365 $65.00 
Flex Arm Bench Mounting Kit 8886-0363 $95.00 
(includes Bench Mounting Bracket and 8ft. of 3-inch diameter flexible hose) 
Plenum (includes 8ft. of 3-inch diameter flexible hose) 8886-0366 $150.00 
Fume Cabinet (includes 8ft. of 3-inch diameter flexible hose) 8882-0711 $515.00 
2.5-inch Articulated Arm Options: 
Static-Safe 2-Section Bench Mounted Extractor Arm (2.5-inch diameter) 8886-0650 $195.00 
Static-Safe Standard Bench-Mounted Extractor Arm (2.5-inch diameter) 8886-0652 $295.00 
Static-Safe Wall Mounted Extractor Arm (2.5-inch diameter) 8886-0654 $395.00 
Static-Safe Suction Tube (8.25" long) 8886-0660 $39.00 
Static-Safe Suction Hood (8" diameter) 8886-0658 $145.00 
Suction Canopy, (10" x 16") 8886-0656 $125.00 
Bench Mounting Bracket for 2.5-inch Extractor Arm 8886-0662 $99.00 
Wall Mounting Bracket for 2.5-inch Extractor Arm 8886-0664 $145.00 
3" Flex Hose (8ft. length) 8882-0755 $60.00 
3" Diameter Balancing Kit 8882-0695 $89.00 
Multi Arm-Evac Mobile Stand 8885-0142 $205.00 
Multi Arm-Evac Silencer 8885-0805 $275.00 
2-inch Diameter Articulated Arm Options: , 
See page 6 for listings. Aeguires 3" to 2” reducer with 8' of 3" flex hose. 8886-0299 $65.00 
REPLACEMENT FILTERS FOR MULTI ARM-EVAC 
PACE Unit 
Item Description Part Number Price 
Pre-Filter (pkg. 5) 8883-0111-P5 $60.00 
Standard Filter 8883-0871 $69.00 
Combo HEPA/Activated Carbon Filter 8883-0931 $189.00 
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1 Multi Arm-Evac (P/N 8888-0825) 
1 Flex Arm (P/N 8886-0365) 


1 Multi Arm-Evac (P/N 8888-0825) 
2 Flex Arms (P/N 8886-0365) 


1 Multi Arm-Evac (P/N 8888-0825) 
1 Plenum (P/N 8886-0366) 
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Fume Extraction Price Book 


_. OPTIONAL CONFIGURATIONS FOR MULTI ARM-EVAC 


1 Multi Arm-Evac (P/N 8888-0825) 
2 Plenums (P/N 8886-0366) 


1 Multi Arm-Evac (P/N 8888-0825) 


1 Multi Arm-Evac (P/N 8888-0825) 


1 Multi Arm-Evac (P/N 8888-0825) 


1 Multi Arm-Evac (P/N 8888-0825) 
1 Fume Cabinet (P/N 8882-0711) 


1 Flex Arm (P/N 8886-0365) 2 Flex Arms (P/N 8886-0365) 1 Plenum (P/N 8886-0366) 
1 Flex Arm Bench Mounting Kit 2 Flex Arm Bench Mounting Kits 1 Flex Arm (P/N 8886-00365) 
(P/N 8886-0363) (P/N 8886-0363) 1 Flex Arm Bench Mounting Kit 


2¥%2" AND 2" ARTICULATED ARM CONFIGURA 


dO 


1 Multi Arm-Evac (P/N 8888-0825) 
1 Two-Section Articulated Arm 
(P/N 8886-0650 for 2 1/2” Arm or 
P/N 8886-0158 for 2” Arm) 
1 Flex Hose Connection 
(P/N 8882-0755 for 2 1/2” Arm or 
P/N 8886-0299 for 2” Arm) 
Note: Articulated Arm Endpieces and Bench 
Mounting Bracket must be ordered separately. 


(P/N 8886-0363) 


oN VEEL UPTO THEE FEET FE GZ 2) 


1 Multi Arm-Evac (P/N 8888-0825) 
1 Wall-Mounted Arm 
(P/N 8886-0654 for 2 1/2” Arm or 
P/N 8886-0135 for 2” Arm) 
1 Wall Mounting Bracket 
(P/N 8886-0664 for 2 1/2” Arm or 
P/N 8886-1111 for 2” Arm) 
1 Flex Hose Connection 
(P/N 8882-0755 for 2 1/2” Arm or 
P/N 8886-0299 for 2” Arm) 
Note: Articulated Arm Endpieces must be ordered 


separately. 


1 Multi Arm-Evac (P/N 8888-0825) 
1 Three-Section Arm 
(P/N 8886-0652 for 2 1/2” Arm or 
P/N 8886-0155 or 8886-0165 for 2” Arm) 
1 Flex Hose Connection 
(P/N 8882-0755 for 2 1/2” Arm or 
P/N 8886-0299 for 2” Arm) 
Note: Articulated Arm Endpieces and Bench 
Mounting Bracket must be ordered separately. 


1 Multi Arm-Evac (P/N 8888-0825) 
2 Two-Section Arms 
(P/N 8886-0650 for 2 1/2” Arm or 
P/N 8886-0158 for 2” Arm) 
2 Flex Hose Connections 
(P/N 8882-0755 for 2 1/2” Arm or 
P/N 8886-0299 for 2” Arm) 
Note: Articulated Arm Endpieces and Bench 
Mounting Brackets must be ordered separately. 


1 Multi Arm-Evac (P/N 8888-0825) 

2 Wall-Mounted Arms 2 1/2” (P/N 8886-0654) 

2 Wall-Mounting Brackets (P/N 8886-0664) 

2 Flex Hoses (P/N 8886-0755) 

Note: Articulated Arm Endpieces must be ordered 


separately. 


1 Multi Arm-Evac (P/N 8888-0825) 

2 Three-Section Arms 2 1/2” (P/N 8886-0652) 

2 Flex Hoses (P/N 8886-0755) 

Note: Articulated Arm Endpieces and Bench 
Mounting Bracket must be ordered separately. 


Rev. 1/96 


5 


Effective Date: January 1, 1996 
Fume Extraction Price Book 


ARM-EVAC 2 
FOR 1-2 WORKSTATIONS 


Flow Hate. 130 CFM 


See specifications on page 22. 


Arm-Evac 2 Central Filtration Unit 


. PACE Unit 
Rem ription Part Number Price 
Arm-Evac 2 Central Filtration Unit - 110v, 8889-0392 $2,495.00 


Includes silencer, pre-filter, HEPA filter, activated carbon filter and filter condition gauge 
Inlets: two at 2" diameter each 


(accessories and flexible hose purchased separately) 


Arm-Evac 2 Fume Extraction Kit 8888-0621 $2,995.00 


Complete, consisting of: 

Arm-Evac 2 Central Filtratrion Unit - 110v 

Standard Static-Safe Bench-Mounted Extractor Arm (Qty. 2) P/N 8886-0155 
Static-Safe Suction Tube (Qty. 2) P/N 8886-1511 

Bench Mounting Brackets (Qty. 2) P/N 8886-1121 

8' Flexible Hose with EndCuffs (Qty. 2) P/N 8882-0121 


OPTIONAL ACCESSORIES FOR ARM-EVAC 2 


PACE Unit 
tem Description Part Number Price 
2-inch Diameter Articulated Arm Options 
Static-Safe Standard Bench-Mounted Extractor Arm 8886-0155 $195.00 
Static-Safe 2-Section Bench-Mounted Extractor Arm 8886-0158 $149.00 
Static-Safe Low Profile Bench-Mounted Extractor Arm 8886-0165 $195.00 
Static-Safe Wall Mounted Extractor Arm 8886-0135 $295.00 
Microscope Extractor Tube and Bracket 8886-0121 $175.00 
Static-Safe Suction Tube, 8.25 in. 8886-1511 $29.00 
Static-Safe Suction Nozzle, 4 in. 8886-0315 $90.00 
Static-Safe Suction Nozzle, 8 in. 8886-0325 $110.00 
Static-Safe Suction Nozzle, 12 in. 8886-0335 $130.00 
Suction Canopy 8886-0345 $90.00 
Static-Safe Suction Hood 8886-0351 $125.00 
Bench Mounting Bracket 8886-1121 $75.00 
Wall Mounting Bracket 8886-1111 $95.00 


Note: See pg. 20 for accessory descriptions 
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DUCTING PARTS FOR ARM-EVAC 2 


Note: Recommended maximum duct run not to exceed 4&7. 
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Item Description 


2-inch Diameter Flexible Hose with End Cuffs 
8 ft. length 
16 ft. length 
32 ft. length 


REPLACEMENT FILTERS FOR ARM-EVAC 2 


Item Description 


Pre-Filter (pkg. 10) 
HEPA Filter 
Activated Carbon Filter 
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PACE Unit 

Part Number Price 
8882-0121 $65.00 
8882-0126 $125.00 
8882-0131 $230.00 

PACE Unit 

Part Number Price 
8883-0176-P10 $120.00 
8883-0571 $179.00 
8883-0911 $139.00 


. cy Hood 


Arm-Evac 2 Installation Example 


| Articulated 


gp? 


Suction 


Rev. 1/96 7 


Effective Date: January 1, 1996 
Fume Extraction Price Book 


ARM-EVAC 4 


FOR 2-4 WORKSTATIONS 


Flow Rate: 260 CFM 


See specifications on page 22. 


Arm-Evac 4 Central Filtration Unit 


Unit 
Price 


$3,295.00 


Item Description Part Number 
Arm-Evac 4 Central Filtration Unit - 110v 
Includes silencer, pre-filter, HEPA filter, activated carbon filter and filter condition gauge 
Inlets: two at 2" diameter each 
(accessories and ducting purchased separately) 
OPTIONAL ACCESSORIES FOR ARM-EVAC 4 
PACE Unit 
ony eecnenon Part Number Price 
2-inch Diameter Articulated Arm Options 
Static-Safe Standard Bench-Mounted Extractor Arm 8886-0155 $195.00 
Static-Safe 2-Section Bench-Mounted Extractor Arm 8886-0158 $149.00 
Static-Safe Low Profile Bench-Mounted Extractor Arm 8886-0165 $195.00 
Static-Safe Wall Mounted Extractor Arm 8886-0135 $295.00 
Microscope Extractor Tube and Bracket 8886-0121 $175.00 
Static-Safe Suction Tube, 8.25 in. 8886-1511 $29.00 
Static-Safe Suction Nozzle, 4 in. 8886-0315 $90.00 
Static-Safe Suction Nozzle, 8 in. 8886-0325 $110.00 
Static-Safe Suction Nozzle, 12 in. 8886-0335 $130.00 
Suction Canopy 8886-0345 $90.00 
Static-Safe Suction Hood 8886-0351 $125.00 
Bench Mounting Bracket 8886-1121 $75.00 
Wall Mounting Bracket 8886-1111 $95.00 


Note: See pg. 20 for accessory descriptions 
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DUCTING PARTS FOR ARM-EVAC 4 


Note: Recommended maximum duct run not to exceed 65ft 


PACE Unit 
tem Description Part Number Price 
2-inch Diameter Flexible Hose with End Cuffs 
8 ft. length 8882-0121 $65.00 
16 ft. length 8882-0126 $125.00 
32 ft. length 8882-0131 $230.00 
2-inch End Cuffs for Flexible Hose (pkg. 10) 8882-0551-P10 $85.00 
2-inch Diameter Easi-Fit Ducting Parts (see page 21) 
10 ft. length rigid pipe (pkg. 10) 8882-0111-P10 $99.00 
Thru Connector (pkg. 10) 8882-0511-P10 $79.00 
90 degree Elbow (pkg. 10) 8882-0521-P10 $79.00 
45 degree Elbow (pkg. 10) 8882-0531-P10 $79.00 
T-Piece (pkg. 10) 8882-0541-P10 $79.00 
End Stop (pkg. 10) 8882-0556-P10 $79.00 
Inlet Balancing Kit 8882-0561 $69.00 
Saddle Clip (pkg. 10) 8882-0581-P10 $29.00 
T-Piece Pipe Set 8882-0543 $20.00 


REPLACEMENT FILTERS FOR ARM-EVAC 4 


PACE Unit 

Hom Descuption Part Number Price 
Pre-Filter (pkg. 10) 8883-0176-P10 $120.00 
HEPA Filter 8883-0571 $179.00 
Activated Carbon Filter 8883-0971 $575.00 
Optional Mesh Filter 8883-0121 $625.00 


, Arm 


F~> Suction Tube 


Sample Arm-Evac 4 Installation Drawing 
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LARGE PRODUCTION ARM-EVAC SYSTEMS 


ARM-EVAC 10 


FOR 5-10 WORKSTATIONS 


Flow Hate. 705 CFM Flow Hate. 1,180 CFM 


See specifications on page 22. 


Note. Delivery dependent upon availability 


Item Description 


Arm-Evac 10 Central Filtration Unit - 230v, 60Hz, 3-Phase 
Inlet: one at 6" diameter 
Includes silencer, pre-filter, HEPA filter, activated carbon filter and filter condition gauge 


(accessories and ducting purchased separately) 
Arm-Evac 15 Central Filtration Unit - 230v, 60Hz, 3-Phase 
Inlet: one at 6" diameter 
Includes silencer, pre-filter, HEPA filter, activated carbon filter and filter condition gauge 


(accessories and ducting purchased separately) 


OPTIONAL ACCESSORIES FOR ARM-EVAC 10 AND ARM-EVAC 15 


PACE 
Item Description Part Number 

2-inch Diameter Articulated Arm Options 

Static-Safe Bench-Mounted Extractor Arm 8886-0155 
Static-Safe 2-Section Bench-Mounted Extractor Arm 8886-0158 
Static-Safe Low Profile Bench-Mounted Extractor Arm 8886-0165 
Static-Safe Wall Mounted Extractor Arm 8886-0135 
Microscope Extractor Tube and Bracket 8886-0121 
Static-Safe Suction Tube, 8.25 in. 8886-1511 
Static-Safe Suction Nozzle, 4 in. 8886-0315 
Static-Safe Suction Nozzle, 8 in. 8886-0325 
Static-Safe Suction Nozzle, 12 in. 8886-0335 
Suction Canopy 8886-0345 
Static-Safe Suction Hood 8886-0351 
Bench Mounting Bracket 8886-1121 
Wall Mounting Bracket 8886-1111 
Large Extractor Arm, 7ft. length, 6" diameter with canopy 8886-0111 


Note: See pg. 20 for accessory descriptions 


ARM-EVAC 15 


FOR 8-15 WORKSTATIONS 


PACE 


Part Number 


8889-0394 


8889-0361 


® 


Unit 
Price 


$5,995.00 


$8,495.00 


Unit 
Price 


$195.00 
$149.00 
$195.00 
$295.00 
$175.00 
$29.00 
$90.00 
$110.00 
$130.00 
$90.00 
$125.00 
$75.00 
$95.00 
$775.00 


REPLACEMENT FILTERS FOR ARM-EVAC 10 AND ARM-EVAC 15 


PACE 
Item Description Part Number 

Replacement Filters for Arm-Evac 10 

Pre-Filter (pkg. 10) 8883-0141-P10 
HEPA Filter 8883-0541 
Activated Carbon Filter 8883-0941 
Replacement Filters for Arm-Evac 15 

Pre-Filter (pkg. 10) 8883-0181-P10 
HEPA Filter 8883-0581 
Activated Carbon Filter 8883-0981 
Mesh Filter Housing 8883-0131 
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Unit 
Price 


$139.00 
$259.00 
$699.00 


$139.00 
$575.00 
$1,299.00 
$1,100.00 
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DUCTING PARTS FOR ARM-EVAC 10 AND ARM-EVAC 15 


Note: Recommended maximum duct run for Arm-Evac 10 not to exceed 160ft. 
Recommended maximum duct run for Arm-Evac 15 not to exceed 195ft. 


- PACE Unit 
pom Desonyuor Part Number Price 

2-inch Diameter Flexible Hose with End Cuffs 

8 ft. length 8882-0121 $65.00 

16 ft. length 8882-0126 $125.00 

32 ft. length 8882-0131 $230.00 
2-inch End Cuffs for Flexible Hose (pkg. 10) 8882-0551-P10 $85.00 
2-inch Diameter Easi-Fit Ducting Parts 
10 ft. length rigid pipe (pkg. 10) 8882-0111-P10 $99.00 
Thru Connector (pkg. 10) 8882-0511-P10 $79.00 
90 degree Elbow (pkg. 10) 8882-0521-P10 $79.00 
45 degree Elbow (pkg. 10) 8882-0531-P10 $79.00 
T-Piece (pkg. 10) 8882-0541-P10 $79.00 
End Stop (pkg. 10) 8882-0556-P10 $79.00 
Inlet Balancing Kit 8882-0561 $69.00 
Saddle Clip (pkg. 10) 8882-0581-P10 $29.00 
T-Piece Pipe Set 8882-0543 $20.00 
4-inch Diameter Easi-Fit Ducting Parts 
10ft. length rigid pipe (pkg. 2) 8882-0600-P2 $65.00 
Thru Connnector (pkg. 5) 8882-0610-P5 $87.00 
90 degree Elbow (pkg. 5) 8882-0620-P5 $87.00 
45 degree Elbow (pkg. 5) 8882-0630-P5 $87.00 
End Stop (pkg.5) 8882-0640-P5 $87.00 
T-Piece (pkg. 5) 8882-0650-P5 $115.00 
Saddle Clip (pkg. 5) 8882-0670-P5 $35.00 
Reducer Strap, 4" to 2" Pipe (pkg. 5) 8882-0680-P5 $75.00 
Reducer, 4° to 3° Pipe 8882-0660 $65.00 
Inlet Balancing Kit, 4" 8882-0690 $89.00 
6-inch Diameter Ducting Parts (solvent weld) 
Reducer Strap, 6" to 2” Pipe (pkg. 2) 8882-0169-P2 


Reducer, 6" to 3° Pipe 8882-0170 

Reducer, 6" to 4° Pipe 8882-0175 

Rigid Pipe, (10ft. length,pkg. 2) 8882-0160-P2 
Through Connector (pkg. 2) 8882-0165-P2 
90 degree Elbow (pkg. 2) 8882-0161-P2 
45 degree Elbow (pkg. 2) 8882-0162-P2 
End Stop (pkg. 2) 8882-0163-P2 
T-Piece (pkg. 2) 8882-0164-P2 
Saddle Clip (pkg. 2) 8882-0166-P2 
Inlet Balancing Kit, 6° 8882-0167 


Sample Installation of Arm-Evac Ducting 
Note: Inlet balancing kits (P/N # 8882-0561) 
are advised to assure optimum performance. 
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PRO-EVAC 20 


FOR PRODUCTION SOLDERING PROCESSES 
WAVE SOLDER MAINTENANCE PROCEDURES 


Note: Delivery dependent upon availability 


PACE Unit 
tem Description Part Number Price 
Pro-Evac 20 Central Filtration Unit - 230v, 60Hz, 3-Phase SOEeOSSN, ene ee 
inlet: 1 at 6" diameter 
Includes silencer, pre-filter, HEPA filter, activated carbon filter and filter condition gauge. 
(accessories and ducting purchased separately) | 
Pro-Evac 20 Central Filtration Unit 
OPTIONAL ACCESSORIES FOR PRO-EVAC 20 
PACE Unit 
tem Description Part Number Price 
Large Extractor Arm, 7ft. length, 6" diameter with canopy 8886-0111 $775.00 
REPLACEMENT FILTERS FOR PRO-EVAC 20 
. PACE Unit 
Item Description Part Number Price 
Pre-Filter (pkg. 10) 8883-0181-P10 $139.00 
HEPA Filter 8883-0581 $575.00 
Activated Carbon Filter 8883-0981 $1,299.00 
Mesh Filter Housing 8883-0131 $1,100.00 


Pro-Evac 20 with Large Extractor Arm for Wave Pro-Evac 20 with Wave Soldering System Sample 


Solder Machine Solder Pot Maintenance Installation 
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WALL-MOUNTED MOTOR PUMP 


NO FILTRATION: EXHAUSTS TO THE OUTSIDE 


Flow Rate: 1,180 CFM 


Note: Delivery dependent upon availability 


Item Description 


Large Wall-Mounted Motor Pump Unit - 230v, 60Hz, 3-Phase 


Inlet: one at 6" diameter 
Includes Wall-Mounting Bracket and Clamp 


(Accessories and ducting purchased separately) 


OPTIONAL ACCESSORIES FOR LARGE WALL-MOUNTED MOTOR PUMP 


Unit 
Price 


Item Description 


Large Extractor Arm 

Silencer for Wall-Mounted Motor Pump 

2-inch Diameter Articulated Arm Options 
Static-Safe Standard Bench-Mounted Extractor Arm 
Static-Safe 2-Section Bench-Mounted Extractor Arm 
Static-Safe Low Profile Bench-Mounted Extractor Arm 
Static-Safe Wall-Mounted Extractor Arm 

Microscope Extractor Tube and Bracket 

Static-Safe Suction Tube, 8.25 in. 

Static-Safe Suction Nozzle, 4 in. 

Static-Safe Suction Nozzle, 8 in. 

Static-Safe Suction Nozzle, 12 in. 

Suction Canopy 

Static-Safe Suction Hood 

Bench-Mounting Bracket 

Wall-Mounting Bracket 


Small Wall-Mounted Motor Pump Unit - 110v, 60Hz 
inlets: Two at 3" Diameter 
Flow rate: 230 CFM 


Note: See pg. 20 for accessory descriptions 


NOTE: SEE PAGE 11 FOR DUCTING PARTS 


Part Number 


Effective Date: January 1, 1996 
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Ret es 
Wall Mounted Motor Purp Unit 


PACE 


8884-9946 


PACE 


Part Number 


8886-0111 
8885-0181 


8886-0155 
8886-0158 
8886-0165 
8886-0135 
8886-0121 
8886-1511 
8886-0315 
8886-0325 
8886-0335 
8886-0345 
8886-0351 
8886-1121 
8886-1111 


8888-0925 


Recommended maximum duct run for 8884-9946 not to exceed 195 feet. 
Recommended maximum duct run for 8888-0925 not to exceed 32 feet. 


Unit 
Price 


$1,200.00 


$775.00 
$175.00 
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DUAL TIP VENTUR-EVAC 


® 


FOR 1 OR 2 SOLDERING IRONS 
POWERED BY SHOP A/R 


See specifications on page 23. 


Ventur-Evac System 


PACE Unit 
Item Description Part Number Price 
Dual Tip Ventur-Evac (Static-Safe) - 2 inlets 8988-0221 $195.00 
Complete system includes: 
Venturi power source (connects to shop air) 
Filter Cartridge (includes: pre-filter, HEPA filter, bonded activated carbon filter) 
48" length Silicone Hose (for connecting Venturi power source to filter cartridge) 
3/8" Barb Fitting (to connect Venturi power source to silicone hose) 
Requires regulated shop air (filtered and dry) 
(Tip Extraction Tube Kits are purchased separately) 
OPTIONAL ACCESSORIES FOR DUAL TIP VENTUR-EVAC 
PACE Unit 
nom Descnpuon Part Number Price 
Ventur-Evac Manifold Kit (See page 15) 8884-0300 $175.00 
(connects up to 12 Ventur-Evac systems to one regulated air supply) 
Universal Extractor Tube Kit (for Sodr-Pen type handpieces) 8887-0181 $37.00 
3-Hole Fitting Extractor Tube Kit (recommended for PACE IR-70 iron) 8887-0131 $37.00 
2-Hole Fitting Extractor Tube Kit (recommended for U.S. Weller iron) 8887-0121 $37.00 
Thru-Hole Fitting Extractor Tube Kit (recommended for Hakko iron) 8887-0161 $37.00 
Clip-on Tube Kit for 1/8" Heater Element 8887-0151 $37.00 
(recommended for Hakko and Metcal irons) 
Clip-on Tube Kit for 1/4" Heater Element 8887-0141 $37.00 
(recommended for Weller and OK Industries irons) 
Clip-on Tube Kit for 3/8" Heater Element 8887-0171 $37.00 
(recommended for Hexacon, Edsyn, and OK Industries irons) 
Mini-lron Extractor Tube Kit for Metcal 8887-0111 $37.00 
Universal lron Stand 8887-9931 $39.00 
Weller Iron Stand Retrofit Kit 8887-9941 $39.00 
Replacement Tube for 8887-0121 ,-0131,-0161 (pkg.10) 8887-0321-P10 $135.00 
Replacement Tube for 8887-0141,-0151,-0171 (pkg. 10) 8887-0331-P10 $175.00 
Replacement Tube for 8887-0181 (pkg. 10) 8887-0341-P10 $28.00 
Flux Trap Replacement Kit (pkg. 100) 8887-0351 $10.00 
Anti Static Hose - 5ft. length 8887-0521 $15.00 
Flexible Hose - 5ft. length 8887-0531 $10.00 
Extractor Tube Cleaning Brush (pkg. 10) 8887-9921-P10 $85.00 
Flex Hose Tidy Clips (pkg. 10) 8887-0721-P10 $17.00 
Flex Hose Clips (pkg. 5) 8887-0731-P5 $15.00 
1/8" Barbed Fitting with #10-32 Thread (pkg. of 10) 1259-0104 $20.00 


(Connects to Venturi and accepts 1/8" I.D. Hose) 


Note: See pg. 20 for accessory descriptions 
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REPLACEMENT FILTERS FOR DUAL TIP VENTUR-EVAC 


D PACE Unit 
non ptton Part Number Price 
Ventur-Evac Replacement Filter Cartridge 8983-0270 $85.00 
(cartridge includes pre-filter, HEPA filter, and activated carbon filter) 


Flux 
Trap 
Assembly 


Extroctor 
Tube 


Air 
Hose 
122 cm 
(48") 


Sodr—Pen 
Mustration of 


Universal Extractor Tube Kit 
(for Sodr-Pen type handpieces) 


Ventur-Evac with Manifold Kit 
(P/N 8884-0300) Installation Example 
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LARGE PRODUCTION TIP EXTRACTION 


TIP-EVAC 10/20 


FOR 10 TO 20 FOR 40 TO 100 
WORKSTATIONS WORKSTATIONS 
Note: Delivery dependent upon availability 
tem Description mae exceme 
Tip-Evac 10/20 Central Filtration Unit - 110v 8889-0921 


Inlet: one at 2° diameter 
includes pre-filter, HEPA filter, activated carbon filter, and filter 
condition gauge 


(accessories and ducting purchased separately) 


Tip-Evac 40/100 Central Filtration Unit - 220v, 3-Phase 8889-0961 
Inlet: one at 2" diameter 
includes silencer, pre-filter, HEPA filter, activated carbon filter and 


filter condition gauge 
(accessories and ducting purchased separately) 


TIP-EVAC 40/100 


® 


Unit 
Price 


$1,795.00 


$5,995.00 


Tip-Evac Central Filtration Unit 


OPTIONAL ACCESSORIES FOR TIP-EVAC 10/20 AND 40/100 SYSTEMS 


PACE 
item Description Part Number 
Universal Extractor Tube Kit (for Sodr-Pen type handpieces) 8887-0181 


3-Hole Fitting Extractor Tube Kit (recommended for PACE IR-70 iron) 8887-0131 
2-Hole Fitting Extractor Tube Kit (recommended for U.S. Weller iron) 8887-0121 


Thru-Hole Fitting Extractor Tube Kit (recommended for Hakko iron) 8887-0161 

Clip-on Tube Kit for 1/8" Heater Element 8887-0151 
(recommended for Hakko and Metcal irons) 

Clip-on Tube Kit for 1/4° Heater Element 8887-0141 
(recommended for Weller and OK Industries irons) 

Clip-on Tube Kit for 3/8" Heater Element 8887-0171 
(recommended for Hexacon, Edsyn, and Ok Industries irons) 

Mini-lron Extractor Tube Kit for Metcal 8887-0111 

Universal Iron Stand 8887-9931 
(recommended for Weller, Hakko,and PACE IR-70 irons) 

Weller Iron Stand Retrofit Kit 8887-9941 

Replacement Tube for 8887-0121 ,-0131,-0161 (pkg. 10) 8887-0321-P10 

Replacement Tube for 8887-0141 ,-0151,-0171 (pkg. 10) 8887-0331-P10 

Replacement Tube for 8887-0181 (pkg. 10) 8887-0341-P10 

Flux Trap Replacement Kit (pkg. 100) 8887-0351 

Anti Static Hose - 5ft. length 8887-0521 

Flexible Hose - 5ft. length 8887-0531 

Extractor Tube Cleaning Brush (pkg. 10) 8887-9921-P10 

Flex Hose Tidy Clips (pkg. 10) 8887-0721-P10 

Flex Hose Clips (pkg. 5) 8887-0731-P5 

Mini-Flex Arm and Nozzle, 14" long 8887-0211 

Mini-Flex Arm Extension Kit, 12" long 8887-0221 

Mini-Flex Arm Flow Control Tap 8887-0231 


Note: See pg. 20 for accessory descriptions 


REPLACEMENT FILTERS FOR TIP-EVAC 10/20 AND 40/100 


Unit 
Price 


PACE 

tem Description Part Number 
Tip-Evac 10/20 Replacement Filters 
Pre-Filter (pkg. 10) 8883-0176-P10 
HEPA Filter 8883-0571 
Activated Carbon Filter 8883-0911 
Tip-Evac 40/100 Replacement Filters 
Pre-Filter (pkg. 10) 8883-0141-P10 
HEPA Filter 8883-0541 
Activated Carbon Filter 8883-0941 
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DUCTING PARTS FOR TIP-EVAC 10/20 AND 40/100 


Note: Recommended maximum duct run for Tip-Evac 10/20 not to exceed 320 feet. 
Recommended Maximum duct run for.Tip-Evac 40/100 not to exceed 1,000 feet. 


PACE Unit 
item Description Part Number Price 
2-inch Flexible Hose with End Cuffs 
8 ft. length 8882-0121 $65.00 
16 ft. length 8882-0126 $125.00 
32 ft. length 8882-0131 $230.00 
2-inch End Cuffs for Flexible Hose (pkg. 10) 8882-0551-P10 $85.00 
2-inch Easi-Fit Ducting Parts 
10 ft. length rigid pipe (pkg. 10) 8882-0111-P10 $99.00 
Thru Connector (pkg. 10) 8882-0511-P10 $79.00 
90 degree Elbow (pkg. 10) 8882-0521-P10 $79.00 
45 degree Elbow (pkg. 10) 8882-0531-P10 $79.00 
T-Piece (pkg. 10) 8882-0541-P10 $79.00 
End Stop (pkg. 10) 8882-0556-P10 $79.00 
Saddle Clip (pkg. 10) 8882-0581-P10 $29.00 
T-Piece Pipe Set 8882-0543 $20.00 
Inlet Port (pkg.10) 8882-0571-P10 $49.00 


Inlet Port Installation 


Tip-Evac Sample Installation 
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- 
Benchtop Exhauster 
(® Turbo Exhauster 
PACE Unit 
Item Description Part Number rica 
Benchtop Exhauster - 110v, 60Hz 8888-0405 $139.00 
Includes carbon impregnated foam filter 
Turbo Exhauster - 110v, 60Hz 8888-0605 $325.00 | 
Includes carbon impregnated foam filter | 
-_ 
BENCHTOP AND TURBO REPLACEMENT FILTERS 
PACE Unit 
em: Deectipuon Part Number Price 
Replacement Filters for Benchtop Exhauster 
Carbon Impregnated Foam Filter (pkg. 10) 8883-2111-P10 $31.00 
Replacement Filters for Turbo Exhauster 
Carbon Impregnated Foam Filter (pkg. 10) 8883-1311-P10 $59.00 
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_. STATIC-SAFE ARTICULATED ARM DIMENSIONS 


AND MOUNTING OPTIONS 


65MM (2¥%") ARTICULATED ARMS (§) 


A = 240mm (9-1/72") 


490mm (19") 


i PN 8886-0650 


2-1/2” Two-Section Articulated 
Extraction Arm 


a ee 
A = 240mm (9-1/2”) 
B = 420mm (16-1/2”) 
C = 320mm (12-1/2”) 
PN 8886-0652 


2-1/2” 3-Section Articulated 
Extraction Arm 


50MM (2") ARTICULATED ARMS (&) 


A = 267mm (10-1/2") 


A = 228mm (9”) 
B = 475mm (18-3/4”) 


eed 


B = 330mm (13”) 
PN 8886-0158 


= 280mm (11”) 


A = 240mm (9-172”") 
B = 420mm (16-1/2") 
C = 320mm (12-1/2") 
PN 8886-0654 


2-1/2” Wall Mounted Articulated 
Extraction Arm 


A = 145mm (5-11/16") 


T S A J C = 275mm (10-3/4”) 
wo-Section Articulate B = 380mm (15”) 
Extraction Arm PN 8886-0135 
Wall Mounted Articulated C = 285mm (11-1/74") B = 243mm (9-9/16") 
Extraction Arm PN 8886-0155 
C = 243mm (9-9/16") 


Standard Articulated 
Extraction Arm 


PN 8886-0165 


Low Profile Articulated 
Extraction Arm 
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OPTIONAL ACCESSORIES 


20 Rev. 1/96 


355mm (14”) long. Mini-Flex Arm Flow Control 
Tap P/N 8887-0231 and Mini-Flex Arm Extension 
Kit P/N 8887-0221 

305mm (12”) long must be ordered separately. 
NOTE! Extractor Tube Kits include one extractor tube, one 1.5mm (5’) 
length of flexible tubing, 5 hose clips, and one cleaning brush. 


~~ 
ARM-EVAC ACCESSORIES 65mm (2 1/2”) DIAMETER -_ 
Plenum P/N 8886-0366 
200mm H x 450mm W x 150mm D (8” H x 18” Wx 6” D) fen ARTICULATED ARM AND ACCESSORIES 
Includes 2.5m (8°) long by 75mm (3”) flex hose 2-Section Articulated Extraction Arm i 
Flexible Extraction Arm 75mm (3”) Diameter P/N 8886-0650 | 
by 750mm (30”) long | 
P/N 8886-0365 Standard Articulated Extraction Arm r\ 
Fume Cabinet P/N 8882-0711 P/N 8886-0652 ® 
360mm H x 690mm W x 490mm D Be i i 
(14" Hx.27" Wx 192" D) Wall-Mounted Articulated Extraction Arm ® L~A 
Front opening: 140mm H x 510mm W (5.5” H x 20” W) P/N 8886-0654 
Static Safe Suction Tube : 
| 50mm (2”) DIAMETER np ped Long 
ARTICULATED ARM AND ACCESSORIES en Sian a 
Standard Articulated Extraction A C odie SUCHON 1100 
ae ® FX] [ooomm 8% diameter 
Low Profile Articulated Extraction Arm ® cA P/N 8886-0658 | 
Buta Extraction Canopy 
siomrasmnoxiey 
a —_ ar Bench Mounting Bracket ® | 
oe | (mama Es | ~ 
Static Safe Suction Tube 210mm (8.25”) Long —D Wall Mounting Bracket OS 
en eet ® PIN 8896-0664 ® \Saan 
Static Safe Suction Nozzle 100mm (4”) Wide . . , 
ae - ® WV TIP-EVAC/VENTUR-EVAC ACCESSORIES 
Static Safe Suction Nozzle 200mm (8”) Wide ® er a : 
P/N 8886-0325 N Standard Extractor Tube Kits 
ea Safe Suction Nozzle 300mm (12”) Wide ® id Universal Extractor Tube Kit | ® a 
8886-0335 P/N 8887-0181 
corer a 296mm x 248mm ® <A 3-Hole version for PACE IR-70, European Weller ® “g 
6°x9. P/N 8887-0131 
P/N 8886-0345 
2-Hole version for U.S. Well : 
= Safe ek Hood 200mm (8”) Diameter ®) VW Sheehan ceca ® S ! 
gee e39 . Through-Hole version for Hakk Sa 
Se ees ——— 
Sere : Bracket for 8886-0135 sy | ([elle-an Extractor Tube Kits . 
P/N aes . ® EN pci Ai Hessel ‘alls for Hakko and ®) AS 
For 6mm (1/4”) Heater Element for Weller, 
OK Industries P/N 8887-0141 & AE 
For 9mm (3/8”) Heater Element for Hexacon, 2 a 
Edsyn, OK Industries P/N 8887-0171 ® 7B 
Mini-iron Extractor Tube Kit for Metcal : 
P/N 8887-0111 ® Ae 
Mini-Flex Arm and Nozzle P/N 8887-0211 yn _ 


EASI-FIT DUCTING DIMENSIONS ee 
DIMENSIONS 


i PARTNUMBER TTB | ¢ | > | E 


8882-0111P10 | 
3m 2.4mm = 
(10') (0.1") 
36mm | 74mm 
(1.4") (2.9") 


80mm | 50mm 
3.1") | @') 
55mm 

(2.2") 


87mm | 9imm | 58mm 
(3.4") (3.6") (2.3") — 


PACE 


Pipe 
8882-0511P10 


Thru-Connector 
8882-0521P10 


Elbow 90° 
8882-0531P10 


Elbow 45° 
8882-0541P10 


‘T’ Piece 


8882-0600P2 
(4.3") 3m 
110mm Pipe (10') 
8882-0160P2 
(6.3") 3m 
160mm Pipe (10°) 
8882-0610P5 
(4.3") 
110mm esti oo 
Thru-Connector | (2°) (4") 
8882-0165P2 
(6.3") 
160mm 7mm poor 
Thru-Connector | (2-8") | (5-9") 
8882-0620P5 
(4.3") 
110mm 145mm oat 
Elbow 90° (5.7") | (5.7") 
8882-0161P2 
(6.3") 
160mm 90mm | 190mm 
Elbow 90° (7.5") (7.5") 
8882-0630P5 
(4.3") | 
110mm 58mm 140mm 
Elbow 45° (2.3") (5.5") 
8882-0162P2 
(6.3") 
160mm 70mm | 190mm 
Elbow 45° (2.8") | (7.5") 


8882-0650P5 

(4.3") 110mm | 158mm | 140mm | 104mm | 164mm 
110mm ‘T’ Piece | (4-3") 
8882-0164P2 

(6.3") 


160mm | 210mm | 185mm | 135mm | 210mm 
160mm ‘T’ Piece | (6.3") | (8-3") | (7.3") | (5.3") | (8.3") | 
1 
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ARM-EVAC SPECIFICATIONS ~~ 


4 ARM-EVAC 2 ARM-EVAC 4 ARM-EVAC 10 ARM-EVAC 15 


Power 220/240V,50Hz| 110V,60Hz |220/240V,50Hz| 110V,60Hz |“ Ob 
Requirements 1.4 amp 4.2 amps 2.4 amps 7.6 amps ail 
395mm x 575mm x 740mm 380mm x 685mm x 1100mm 810mm x 530mm x 1270mm 660mm x 860mm x 1600mm 
(15.5"x22.5"x29") (15"x27"x43") (32"x21"x50") (26"x34"x63") 


weg 


Flow Rate 305m*/h (180 cfm) 952m*h (560 cfm) 2000m*/h (1180 cfm) a aa 
a 22.1m*/h (130 cfm) 442m*/h (260 cfm) 1200m*/h (705 cfm) a Esp cha) 


Brushless single inlet centrifugal fan, cast aluminum housing 
pee ee Polyester Media, Rated 86% arrestance ! 
Type : 
’ 298mm x 298mm x 22mm (11 3/4" x 11 3/4" x 7/8") Se 5 ee eo 600mm x 600mm x 20mm 
os COPE RT (17 1/2" x 17 1/2" x 1") (23 1/2" x 23 1/2" x 3/4") 
P/N 8883-0141-P10 P/N 8883-0181-P10 ~ 
capri nee 99.997% overall efficiency 
Rating 
HEPA Filter 304mm x 304mm x 203mm (12" x 12" x 8") oe ne as cata 7 sera x 292mm 
Dimensions P/N 8883-0571 IS: EPP x One) (23 7/8" x 23 7/8" x 11 1/2") 
P/N 8883-0541 P/N 8883-0581 


HEPA Filter 
Media Surface 


3.6m? (39 sq.ft.) 9.05m? (98 sq.ft.) 27.5m? (295 sq.ft.) 
.82kg (1.81 Ibs) 3kg (6.61 Ibs) Skg (11.01 Ibs) 25kg (55.07 Ibs) 


304mm x 304mm x 22mm 298mm x 298mm x 152mm 457mm x 457mm x 127mm 559 x 610mm x 305mm 
(12" x 12" x 7/8") (11 3/4" x 11 3/4" x 6") (18" x 18" x 5") (22" x 24" x 12") 
P/N 8883-0911 P/N 8883-0571 P/N 8883-0941 P/N 8883-0981 


Two 50mm (2") Two 2" (50mm) One 150mm (6") | 
Ducting Style 50mm (2") Easi-Fit aca cae 150mm (6") 
Duct Ron Up to 30m (96 ft.) Up to 40m (130 ft.) Up to 100m (320 ft.) Up to 120m (390 ft.) 


Paint Textured Epoxy Finish 


Noise Level 54dB a 
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MULTI ARM-EVAC SPECIFICATIONS 


220/240V,50Hz 
1.38 amp 


110V,60Hz 
3 amps 


304mm x 304mm x 419mm 
(12"x12"x16.5") 


14.5kg (32Ibs) 


Flow Rate 391m3/h (230cfm) 

(Dual Inlet) [195m3/h (115cfm) per inlet] 

Flow Rate ‘ 

(Single Inlet) 323m*/h (190cfm) 
Single Stage Centrifugal Pump 

Pre-Filter Type Multistage Polyester Media, 


Rated 86% Arrestance 
Pre-Filter 


Dimensions 


254mm x 254mm x 25mm 
(10" x 10" x 1") 
P/N 8883-0111-P10 


254mm x 254mm x 178mm 
(10" x 10" x 7") 
P/N 8883-0871 


95% Overall Efficiency 


254mm x 254mm x 178mm 
(10" x 10" x 7") 
P/N 8883-0931 


Standard Filter 
Cartridge 
Dimensions 


Standard Filter 
Cartridge Rating 


Combo 
HEPA/Activated 
Carbon Filter 

Dimensions 


2 

ies e at) 

Bonded Activated 

Carbon Weight 0kg (1.11b) 
Sa | puis oo o2 
75mm (3") flexible hose 

Noise Level at 2 an 

meters 
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VENTUR-EVAC SPECIFICATIONS 


8988-0221 


168mm x 168mm x 168mm 
(6 5/8" x 6 5/8" x 6 5/8") 


Pre-filter, HEPA Filter, 
Carbon Filter 


Pre-filter 
Two-layer polyester media 


152mm x 152mm x 25mm 
(6" X 6" x 1") 


Pre-filter 
HEPA Filter 
Vitreous Borosilicate 
Ea Miko 
HEPA Filter 
Media Surface Area bone) 
HEPA Filter 99.97% efficiency 
Rating on 0.3 micron DOP 
Carbon Filter Carbon Impregnated 
Type Polyester Foam 
Carbon Filter 153mm x 152mm x 25mm 
Dimensions (6" x 6" x 1") 
Multi-stage Ejector 


60mm x 30mm x 16mm 
(2 3/8" x 1 3/16" x 5/8") 


Two Inlets: 3.4 bar, 12 slpm 
(50 psi, 0.43 scfm) 


One Inlet: 1.4 bar, 9 slmp 
(21 psi, 0.32 scfm) 
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